Camping Trip 2015 



Site 


Distance 


Price per niglit 

(All sites require $5 
vehicle fee) 


Afton State Park 


40 minutes 


$12.00 - $18.00 


Beaver Creek Valley 


2 hours, 19 minutes 


$12.00 -$15.00 


St. Croix State Park 


2 hours 


$15 ($18 on weekends) 


Rice Lake 


1 hour, 4 minutes 


$18.00 
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